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These  export  opportunities  for  U.S.  food  &  agricultural  products  have  been  gathered  by  agricultural 
and  other  U.S.  government  officers  serving  abroad.  The  USDA  does  not  guarantee  the  reliability  of 
the  overseas  inquirer.  For  further  information,  contact  the  foreign  firm  originating  the  inquiry. 
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ALFALFA  CUBES  (HONG  KONG).   Quantity:  200  MT  per  month.  Quality:  grade  1st 
&  2nd.  Packaging:  bagged  or  bulk.  Delivery:  prompt.  Quote:  C&F  Kaohsiung, 
Taiwan.  Bank  ref :  Trustban  Finance,  17 /Floor,  Hutchison  House,  10  Harcourt 
Road,  Central,  Hong  Kong.  CONTACT:  Ms.  D.  Stepanek,  4-Tune  Trading  Co.  Ltd., 
G.P.O.  Box  7230,  Hong  Kong.  Telex:  61890  ENATC  HX.  Phone:  5-463244.   (WK 
24/T0FAS  0069) 

ALMONDS  (SINGAPORE).  Local  trading  company  seeks  reliable  U.S.  suppliers  of 
almonds.  Quantity,  Quality  not  specified.  Packaging:  In  retail  consumer 
packs  and/or  bulk  packs.  Quote:  FOB  &  C&F.  Bank  ref:  United  Overseas  Bank, 
UOB  Building,  1  Bonham  Street,  Singapore.  CONTACT:  Yeo  Ek  Sheng,  Cold  Storage 
Trading,  2  Enterprise  Road,  Singapore  2262.  Telex:  RS15060  COLD.  Phone: 
2618411.   (WK  24/TOFAS  0075) 

AMERICAN  WHISKEY  (SPAIN).   QUANTITY:   ONE  CONTAINER.   PACKAGING:   750-CL 
BOTTLES  IN  12-BOTTLE  CASES  (OTHER  SIZES  WOULD  BE  CONSIDERED).  DELIVERY: 
IMMEDIATELY.   OTHER  REQUIREMENTS:   LABEL  SHOULD  INCLUDE  IMPORTER  AND  SANITARY 
REGISTRATION  NUMBERS.   QUOTE:   FOB.   BANK  REF:  BANCO  DE  BILBAO  (AVDA. 
CONSTITUCION,  42,  18012  GRANADA).   CONTACT:  MR.  ANTONIO  PEREZ-PELUFFO ,  LSR,  S. 
A.,  FRAY  LE0P0LD0,  6,  18014  GRANADA,  SPAIN.  TELEX:  78493  LOSR  E.  PHONE:  (58) 
202  282.  (WK  24/TOFAS  0121) 

APPLES  (HONG  KONG).  Quantity:  min.  4  containers  per  month.  Quality:  top 
grade.   Packaging:  in  cartons.  Delivery:  weekly  shipment.  Quote:  C&F  Hong 
Kong.  Bank  ref:  United  Overseas  Bank  Ltd.,  54-58,  Des  Voeux  Road,  C,  Hong 
Kong.  CONTACT:  Mr.  Chang  Kong/Michael  Yik,  Winston  Merchants  Limited,  Rm.2810, 
Wing  on  House,  71  Des  Voeux  Road,  Central,  Hong  Kong.  Telex:  77429  HSMCK  HX. 
Phone:   5-254563.   (WK  24/TOFAS  065A) 

BABY  CHICKS  (CANADA).  Required  immediately  for  broiler  chicken  production  in 
the  Bahamas.  Quantity:  1,000  per  month.  Quality,  packaging  not  specified. 
Bank  ref:  on  request.  CONTACT:  John  Misner,  Misner  Offshore  Services  Ltd., 
P.O.  Box  328,  49  Harbor  St.,  Port  Dover,  Ontario  N0A  1N0,  Canada.  Telex: 
06181225  Great  Lakes  Pod.  Phone:  519-583-1450.   (WK  24/TOFAS  8623) 


Issued  weekly  by  the  Agricultural  Information  and  Marketing  Services,  Foreign 
Agricultural  Service,  USDA,  Room  4645-S,  Washington,  D.C.,  telephone  (202)  447-7103. 


BEEF,  1/2  CARCASS,  1/4  CARCASS  OR  DEBONED,  FROZEN  (VENEZUELA).   QUANTITY: 
6,000  TONS.   QUALITY:   2,000  TONS  INDUSTRIAL.   PACKAGING:   CONTAINERS, 
FROZEN.   DEADLINE:  15  TO  30  DAYS.   QUOTE:   CIF  LA  GUAIRA.   BANK  REF:  BANCO 
MERCANTIL  AND  CITIBANK.   CONTACT:  DR.  NICOLAS  BAUMAN,  BEVENCA,  APARTADO  DEL 
ESTE  80573,  CARACAS  108-A,  VENEZUELA.   TELEX:   27043  INSUR  VC.   PHONE- 
951.6044  OR  951.4851.   (WK  24/TOFAS  0054) 

BEEF-FRESH/FROZEN  (UNITED  KINGDOM).   WANTS  RIB  ROAST,  MBG  109;  STRIPLOIN  MBG 
180;  TOP  SIRLOIN  BUTT  MBG  184;  FULL  TENDERLOIN  MBG  189A.   QUANTITY:   FULL 
CONTAINER  LOAD.   QUALITY:  USDA  -  PRIME  CHOICE.   PACKAGING:  VACUUM  PACKED, 
BOXED.   DELIVERY:  ASAP.   QUOTE:  UK  PORT.   BANK  REF:   BARCLAYS  BANK  PLC  160 
PICCADILLY,  LONDON  W1A  2AB.   CONTACT:  MR.  J.M.  STONE,  RUSSELL  MEATS  LTD, '48-66 
QUEENSLAND  ROAD,  HOLLOWAY,  LONDON  N7  7AJ,  UNITED  KINGDOM.   TELEX:   27568. 
PHONE:  01  607  7361.   (WK  24/TOFAS  0343) 

BEESWAX  FROM  FLORIDA  (NETHERLANDS).   QUANTITY:   10  MT.   QUALITY:  RAW,  100Z 
PURE.   PACKAGING:   BAGS.  DELIVERY:   PROMPT.   QUOTE:   C&F  ROTTER  DAM  AND  FOB. 
BANK  REF:  BANK  DE  BARY,  AMSTERDAM.   CONTACT:  MR.  S.  SIJTSMA,  BIODON,  P.O.  BOX 
278,  5100  AG  DONGEN,  NETHERLANDS.   PHONE:   1623  -  13702.   TELEX:   54257.   (WK 
24/TOFAS  0140) 

BONELESS  BEEF  (VENEZUELA).   QUANTITY:   6,000  TO  8,000  TONS.   QUALITY:   FROZEN 
OR  CHILLED;   FOR  INDUSTRIAL  PURPOSES.   DELIVERY:  AIR.   QUOTE:   CIF  AND  FOB. 
OTHER  REQ:  THIS  MEAT  IS  TO  BE  USED  FOR  INDUSTRIAL  PURPOSES  (SAUSAGES,  ETC.) 
AND  MUST  BE  VERY  COMPETITIVELY  PRICED.   PHYTOSANITARY  CERTIFICATE  REQUIRED. 
CONTACT:  DRA.  NERINA  ALLIEGRO,  ASISTENTE  AL  DIRECTOR  DE  DESARROLLO  GANADERO., 
MINISTERIO  DE  AGRICULTURA  Y  CRIA  (MAC),  DIRECCION  GENERAL  DE  DESARROLLO 
GANADERO.,  PARQUE  CENTRAL  TORRE  ESTE,  PISO  12.,  CARACAS,  VENEZUELA.  TELEX: 
28133  OR  21483  MACRA  VC.  PHONE:  509-0376/79.   (WK  24/TOFAS  0048) 

BOVINE  EAR  HAIR,  HORSE  BODY  HAIR,  LONG  CATTLE  HORNS  (CANADA).   Quantity: 
1000  pounds.  Quality,  Packaging,  and  Delivery  not  specified.  Other  req:  will 
accept  whole  ears  with  hair  intact.  CONTACT  Mr.  A.  Singh,  P.O.  Box  71,  Stn. 
A.,  Weston,  Ontario  M9N  3M6,  Canada.   (WK  24/TOFAS  8624) 

CANDY  AND -OTHER  CONFECTIONERY  PRODUCTS  (ENGLAND).   WANTS  SHORT  CODED,  SLOW 
MOVING,  END  OF  PROMOTION,  DISCONTINUED  FOOD  AND  CONFECTIONERY  LINES. 
QUANTITY:   PALLETS  AND  ASSORTED  CONTAINER  LOADS.   QUALITY:   SALEABLE  QUALITY. 
PACKAGING:   TINNED/CARTONED/SHRINK-WRAPPED.  DELIVERY:  TO  BE  ARRANGED. 
QUOTE:   CIF.   BANK  REF:  NATIONAL  WESTMINSTER  BANK,  STATION  ROAD,  HARLOW,  ESSEX 
CM17  OAP.   CONTACT:  MR.  BARRY  SMITH,  HADDON-SMITH  IMPORT  EXPORT  AGENTS,  111 
JOCELYNS,  STATION  RD,  ESSEX  CM17  OBX,  OLD  HARLOW,  ENGLAND.   PHONE:   0279 
37997.   (WK  24/TOFAS  0342) 

CATTLE  FEED  (JAPAN).   Quality:  cattle  feed  with  high  protein  supplement; 
excellent.  Quantity:  20  foot  container  (per  month).  Delivery:  As  soon  as 
arrangements  can  be  made.   Quote:   CIF  Hakata  Port  (Port  of  Fukuoka  City). 
Bank  ref:  Mitsubishi  Bank,  Kumamoto  Branch,  1-26  Shinshigai,  Kumamoto-City  860 
Japan.  CONTACT:  Mr.  Kosuke  Yamada,  President,  Kumamoto-Ken  Trading  Company, 
6-5-22  Suizenji,  Kumamoto  City  862  Japan.  Phone:  0963-83-2777.   (WK  24/STATE 
3240) 


A)  CHICKEN  FEED  B)  HOG  FEED  C)  MALI  D)  HOPS  (GUINEA).  Wants.  A.   Chicken 
Feed:  Starter-Finishing.  Amount  needed:  20  MI  first  shipment,  200  MT  per 
annum;  In  40  and/or  50  Kilo  Bags.  B)  Hog  Feed:  Bran-Corn  etc.  amount:  20  MT 
first,  300  MT/Annum,  40  and/or  50  Kilo  Bags.  C)  Malt:  For  beer  manufacturing 
amount:  1024  MT  per  month,  by  container  load.  D)  Hops:  For  beer 
manufacturing  amount:  1000  MT  per  month,  by  container  load.  Quality: 
General.  Delivery:  Bi-Monthly:  Quote:  CIF  Lae  and  Port  Moresby.  Bank  ref: 
PNG  Banking  Corporation,  P.O.  Box  78,  Port  Moresby  Papua  New  Guinea;  Phone 
22-9700;  contact  Mr.  Peter  Nicholas.  Other  ref:  Wagi  PTY  LTD  has  distribution 
outlets  in  Port  Moresby,  Lae  and  Goroka.  Embassy  contact  is  Don  Cleveland,  D. 
S.  Embassy,  P.O.  Box  1492,  Port  Moresby,  Papua  New  Guinea.  Phone  21-1455. 
Telex:  Ne  22189.  CONTACT:  Mr.  Peter  Kuman,  Wagi  Pty  LTD,  P.O.  Box  326, 
Kundiawa,  Chimbu  Province,  Papua,  New  Guinea.  Telex:  22114.  Phone  25-9821. 
(WK  24/STATE  3994) 

CHICKEN  LEGS,  SKINLESS  &  BONELESS;  AND  CHICKEN  BREASTS,  SKINLESS  &  BONELESS 
(VENEZUELA).   QUANTITY:   10,000  KILOGRAMS  PER  WEEK  OF  BOTH  PRODUCTS.  QUOTE: 
CIF  CURACAO.   OTHER  REQ:  NEED  QUOTES.  BANK  REF:  BANCO  CONSOLIDADO,  CARACAS. 
CONTACT:  MR.  LUIS  HERNANDEZ,  AGROPECUARIA  MORCA,  CALLE  MADRID  CON  AV.  TRIESTE, 
EDIF.  DONA,  YOLANDA,  LA  CALIFORNIA  SUR. ,  CARACAS,  VENEZUELA.   TELEX:   29806 
WAGON  VC.  PHONE:  229665.   (WK  24/TOFAS  0052) 

CONIFER  PAPER  PULP  (HONG  KONG).  Quantity:  3000-5000  MT.  Quality:  85 
degrees  bleach.  Packaging:  export.  Delivery:  within  three  months.  Quote: 
CIF  Guangzhou.  Bank  ref:  Bank  of  China,  No.l,  Queen's  Road,  Central,  Hong 
Kong.  CONTACT:  Mr.  Lai  Xiao  Ming,  Agricultural  Development  Department,  3 
Connaught  Road,  West  8/F,  Hong  Kong.  Telex:  62103  GDEL  HX.  Phone: 
5-8150620.   (WK  24/TOFAS  0066) 

CORN  (EGYPT).  Quantity:  20,000  MT.  Quality:  No.  2  yellow  corn.  Delivery: 
20,000  MT  every  60  days.  Quote:  CIF  Alexandria  bulk  and  bagged.  Bank  ref: 
City  Bank,  Garden  City,  Cairo,  Egypt.  CONTACT:  M.  Hossny  Zeineldin,  Zeineldein 
Co.,  4,  Amman  Square,  Dokki,  Cairo,  Egypt.  Telex:  23584  ZEINC  UN.  Phone: 
703600  or  719052  or  716493.   (WK  24/TOFAS  0066) 

CORN  CHIPS  (JAPAN).  Quality:  excellent.  Quantity:  20  foot  container. 
Delivery:  As  soon  as  arrangements  can  be  made.  Quote:  CIF  Hakata  Port  (Port 
of  Fukuoka  City).  Bank  ref:  Higo  Bank,  Suido-Cho  Branch,  3-31  Kamitori-Cho , 
Kumamoto  City  860  Japan.  CONTACT:  Mr.  Masayuki  Sakai,  President,  Daves 
Corportion,  Pumpkin  Bldg.  2F.,  6-2  Ansel-  Machi,  Kumamoto  City  860  Japan. 
Phone:   (096)  356-8890.   (WK  24/STATE  3239) 

DAIRY  CATTLE  (COLOMBIA).  WANTS  TO  IMPORT  UNDER  THE  BUYOUT  PROGRAM  70  BRED 
HEIFERS  EACH  OF  BROWN  SWISS,  HOLSTEIN,  AND  JERSEY  BREEDS,  PREFERABLY  FROM 
SOUTHERN  UNITED  STATES.  ANIMALS  ARE  TO  BE  ATRSHIPPED  TO  ELDORADO 
INTERNATIONAL  AIRPORT  IN  BOGOTA.  USDA  HEALTH  CERTIFICATES  MUST  BE  OBTAINED  BY 
THE  EXPORTER.   BANK  REF:  BANCO  COLOMBIA  BRANCH,  OFFICE  IN  MONTERIA.   CONTACT: 
MR.  ROMANO  BIANCHI,  APDO.  251,  MONTERIA,  COLOMBIA.  PHONE:   3602.   TELEX: 
6377.   (WK  24/TOFAS  0140) 

DRIED  DATES  (WEST  GERMANY).  Quantity:  to  be  determined  after  receipt  of 
sample.  Quality:  pitted  and  unpitted.  High  fructose  content.  Please  state 
sugar  content  and  kind  of  sugar.  Packaging:  in  bulk,  no  retail  packages. 
Importer  was  established  in  1972.  Please  state  where  dates  have  been  grown. 


Please  send  sample  first.  Delivery:  after  receipt  of  sample.  Quote:  CIF 
Hamburg.   Bank  Ref :  Dresdner  Bank  AG,  Hamburg.   CONTACT:  Mr.  O.P.W.  Lundmark, 
O.P.W.  Lundmark,  Neuer  Achterkamp  44a,  D-2070  Grosshansdorf ,  W.  Germany. 
Pbone:   (04101)  61310.  Telex:  2189215  WINS  D.   (WK  24/TOFAS  0056) 

DRIED  PRUNES  FROM  ORGANIC  CULTURE  (FRANCE).   PROCESSOR  IN  BUSINESS  SINCE 
1983  IS  SEEKING  RELIABLE  U.S.  SUPPLIER.   QUANTITY:  ONE  CONTAINER  OF  15  TONS. 
QUALITY:   ORGANIC  CULTURE  CAL.  100.   DELIVERY:   IMMEDIATELY.   QUOTE:   CIF 
BORDEAUX.   BANK  REF:   SOCIETE  GENERALE  47300  VILLENEUVE-SUR-LOT .   CONTACT:  MRS. 
ALBERTINI,  SECOPRA,  47150  MONFLANQUIN,  FRANCE.   TELEX:  541  680F.   PHONE:  (1) 
53.36.50.63.  (WK  24/TOFAS  0157) 

FEATHER  MEAL  (MALAYSIA).   QUALITY:   85Z  CRUDE  PROTEIN  (MIN.).   QUANTITY: 
400-500  MT  PER  MONTH.   DELIVERY:   PROMPT.   QUOTE:   C&F  SINGPORE;  C&F  PORT 
KELANG.  BANK  REF:   STANDARD  CHARTER,  KANGAR,  PERLIS.   CONTACT:  LEE  BENG  SING, 
HOCK  HENG  HUAT  ENT,  2061  TM.  BUKIT  KAYA,  70200  SEREMBAN,  N  S,  MALAYSIA. 
TELEX:  MA  42075  HHH.   PHONE:   (06)  719850  &  7295601.   (WK  24/TOFAS  0101) 

FILBERTS  (SINGAPORE).   Local  trading  company  seeks  reliable  U.S.  suppliers  of 
filberts.  Quantity  and  Quality  not  specified.  Packaging:  in  retail  consumer 
packs  and/or  bulk  packs.  Quote:  FOB  &  C&F.  Bank  ref:  United  Overseas  Bank, 
UOB  Building,  1  Bonham  Street,  Singapore.  CONTACT:  Yeo  Ek  Sheng,  Cold  Storage 
Trading,  2  Enterprise  Road,  Singapore  2262.  Telex:  RS15060  COLD.  Phone: 
2618411.   (WK  24/TOFAS  0078) 

FRESH  FRUITS  AND  VEGETABLES  (MALAYSIA).   QUALITY:   GRADE  A.   DELIVERY: 
WEEKLY  BASIS.   QUOTE:   FOB  &  CIF  PORT  KELANG.   BANK  REF:   PUBLIC  BANK,  IPOH  AND 
MALAYAN  BANKING,  IPOH.   CONTACT:  ARTHUR  ANG,  SRI  KINABALU  FOODS,  8  JLN  YAP  KWAN 
SENG,  50450  KUALA  LUMPUR,  MALAYSIA.   TELEX:  MA  31680  MOICGF.   PHONE:   (03) 
2420255  &  2420211.   (WK  24/TOFAS  0098) 

FRESH  NON-CITRUS  FRUITS,  MELONS  AND  BERRIES  (UNITED  KINGDOM).   WANTS 
KIWIFRUIT.   QUANTITY:  15-20,000  TRAYS.   QUALITY:  GRADE  ONE  (1)  ONLY. 
PACKAGING:  WOODEN  OR  CARDBOARD  TRAYS.  DELIVERY:   THROUGH  THE  SEASON.   QUOTE: 
CIF.   BANK  REF:   BARCLAYS  BANK  PLC,  240  WHITECHAPEL  ROAD,  LONDON  E.   CONTACT: 
MR.  TERENCE  ROBERT  LLATTS,  JANIC  (IMPORT  EXPORT)  LTD,  70  PAUL  STREET,  LONDON 
EC2A  4NA,  UK.  TELEX:  883557.  PHONE:  01  729  0290.   (WK  24/TOFAS  0344) 

FRUIT  (GUINEA).   Quantity:  initial  shipment  of  6-8  containers  of  each 
product.  Estimated  5  containers  thereafter  each  6  weeks.  Quality:  high 
grade.  Packaging:  Standard  Boxes.  Delivery:  ASAP.  Quote:  FOB  and  CIF. 
Bank  ref:  Bank  of  South  Pacific,  Waigani  Branch,  P.O.  Box  Box  9211,  Hohola, 
NCD,  Papua  New  Guinea;  phone:  25-6788.  Trade  will  be  conducted  on  Letter  of 
credit  basis,  probably  through  Hong  Kong  Banks.   Interested  parties  should 
contact  Mr.  Woo  Direct.  Embassy  contact:  Don  Cleveland,  Economic  Officer, 
U.S.  Embassy  Port  Moresby,  Dept  of  State,  Wash,  DC  20520.  Phone  Port  Moresby, 
Papua  New  Guinea  21-1455.  Telex:  Ne  22189  USAEM.   CONTACT:  Mr.  Leo  J.  Woo, 
Woo  Holdings  PTY  LTD,  P.O.  Box  659,  Boroko,  NCD,  Papua  New  Guinea.  Telex:  NE 
23427  WOO  HLDS.   Phone:   25-1717.   (WK  24/STATE  3980) 

GEESE  (ECUADOR).   QUANTITY:   12  COUPLES.   PACKAGING:  AS  REQUIRED. 
DELIVERY:   ASAP.   OTHER  REQ:   12  FENAES  AND  12  MALES.  AGE  OF  GEESE,  WHICH  WILL 
BE  THE  BEST  GEESE  FEED.   QUOTE:   FOB  U.S.  PORT  AND  C&F  GUAYAQUIL.   BANK  REF: 
BANCO  DE  GUAYAQUIL,  URDESA  NORTE.   PHONE:   382-930.   CONTACT:  DIANA  HANZE,  P.O. 
BOX  6578,  GUAYAQUIL,  ECUADOR.   (WK  24/TOFAS  0063) 


HEALTH  FOODS  AND  INGREDIENTS  (ENGLAND).   EXTRACT  OF  MARIGOLD /MARIGOLD 
POWDER.   QUANTITY:  AT  THIS  STAGE  -  SAMPLES.   QUALITY:   TO  BE  USED  AS  A  NATURAL 
COLORING.   PACKAGING:   FOR  EXPORT.  DELIVERY:  ASAP.   QUOTE:  UK  PORT. 
CONTACT:  MR.  DAVID  COGMAN,  REINDEER  FOODS  LTD,  25  VILLAGE  WAY,  YATELEY, 
CAMBERLEY,  SURREY  GU17  7SD,  UNITED  KINGDOM.   PHONE:   0252  871647.   TELEX- 
858673.   (WK  24/TOFAS  0001) 

HOLSTEIN  HEIFERS  (COLOMBIA).   WANTS  TO  IMPORT  40  BRED  HOLSTEIN  HEIFERS  UNDER 
THE  BUYOUT  PROGRAM.   ANIMALS  ARE  TO  BE  AIRSHIPPED  TO  ELDORADO  INTERNATIONAL 
AIRPORT  IN  BOGOTA.   USDA  HEALTH  CERTIFICATES  MUST  BE  OBTAINED  BY  THE 
EXPORTER.  BANK  REF:  BANCO  BOGOTA-METROPOLIS  BRANCH  OFFICE  IN  BOGOTA. 
CONTACT:  MR.  ALFONSO  CASTRO,  FAPA  INDUSTRIAL  LTDA. ,  CRA.  9  NO.  98-21,  BOGOTA, 
D.E.,  COLOMBIA.   PHONE:   218-1531.   TELEX:   44854  LEOB-CO.   (WK  24/TOFAS  0139) 

HOLSTEIN  HEIFERS  (COLOMBIA).  WANTS  TO  IMPORT  UNDER  THE  BUYOUT  PROGRAM  20 
HOLSTEIN  BRED  HEIFERS.  ANIMALS  ARE  TO  BE  AIRSHIPPED  TO  ELDORADO  INTERNATIONAL 
AIRPORT  IN  BOGOTA.   USDA  HEALTH  CERTIFICATES  MUST  BE  OBTAINED  BY  THE  EXPORTER. 
BANK  REF:  DAVIVIENDA  BRANCH  OFFICE  IN  ZIPAQULRA.   CONTACT:  MR.  VICTOR 
VILLAMIL,  CALLE  7A  NO.  4-26,  ZIPAQULRA,  COLOMBIA.   PHONE:   98-522.   (WK 
24/TOFAS  0146) 

HONEY  DEW  MELON  (HONG  KONG).  Quantity:  min.  4  containers  per  month. 
Quality:  top  grade.  Packaging:  in  cartons.  Delivery:  weekly  shipment. 
Quote:  C&F  Hong  Kong.  Bank  ref:  United  Overseas  Bank  Ltd.,  54-58,  Des  Voeux 
Road,  C,  Hong  Kong.  CONTACT:  Mr.  Chang  Kong/Michael  Yik,  Winston  Merchants 
Limited,  Rm.2810,  Wing  on  House,  71  Des  Voeux  Road,  Central,  Hong  Kong. 
Telex:  77429  HSMCK  HX.  Phone:  5-254563.   (WK  24/TOFAS  065C) 

LIVER,  TRIPE  AND  OX  TAIL  (BRAZIL).   QUANTITY:   200  TONS  RESPECTIVELY  OF  EACH 
PRODUCT.  DELIVERY:   JULY/AUGUST.   QUOTE:  C&F.  BANK  REF:  BANCO  DO  BRASIL  - 
AGENCIA  PELOTAS  AND  CHASE  LAR  BRASILELRO  -  AGENCIA  PORTO  ALEGRE.   CONTACT: 
ELBIO  SILVEIRA,  FRIGORIFICO  EXTREMO  SUL  S/A. ,  BR-116,  KM  252  -  CEP  96100, 
PELOTAS,  RS  -  BRAZIL.   TELEX:   0532/265  FESU  B.   (WK  24/TOFAS  0035) 

MEAT  AND  PRODUCTS— FRESH/FROZEN/ CANNED  (UNITED  KINGDOM).   WANTS  RIB  ROAST, 
MBG  109;  STRIPLOIN,  MBG  180;  TOP  SIRLOIN  BUTT,  MBG  184;  FULL  TENDERLOIN. 
QUANTITY:   FULL  CONTAINER  LOAD.   QUALITY:  USDA  PRIME/CHOICE.   PACKAGING: 
VACUUM  PACKED,  BOXED.  DELIVERY:  ASAP.   QUOTE:  UK  PORT.  BANK  REF:   BARCLAYS 
BANK  PLC,  160  PICCADILLY,  LONDON  W1A  2AB.   CONTACT:  MR.  J.M.  STONE,  RUSSELL 
MEATS  LTD,  48-66  QUEENSLAND  ROAD,  HOLLOWAY,  LONDON  N7  7AJ,  UNITED  KINGDOM. 
TELEX:   27568.  PHONE:  01  607  7361.  (WK  24/TOFAS  0344) 

MILK-POWDER  (NON-FAT)  (HONG  KONG).   Quantity:  about  200  tons/month. 
Quality:  suitable  for  making  ice-cream.  Packaging:  bulk.  Delivery: 
prompt.  A  long  established  Hong  Kong  Trading  Company  involved  in  China  Trade 
Quote:  CIF  Hong  Kong.  Bank  ref:  Chekiang  First  Bank  Ltd.,  No. 60  Gloucester 
Road,  Chekiang  First  Bank  Building,  Wanchai,  Hong  Kong.  CONTACT:  Mr.  Paul 
Chan,  Janwin  Enterprises  Ltd.,  Unit  A-3,  13/F.,  Po  Yip  Building  62-70,  Texaco 
Road,  Tsuen  Wan  N.T.,  Hong  Kong.  Telex:  34232  JANWI  HX.  Phone: 
0-463635-7/0-462277.   (WK  24/TOFAS  0068) 


ORANGES  (HONG  KONG).   Quantity:   Bin.  4  containers  per  month.   Quality:   top 
grade.   Packaging:   in  cartons.   Delivery:  weekly  shipment.   Quote:   C&F  Hong 
Kong.   Bank  ref:   United  Overseas  Bank  Ltd.,  54-58,  Des  Voeux  Road,  C,  Hong 
Kong.   CONTACT:  Mr.  Chang  Kong/Michael  Yik,  Winston  Merchants  Limited,  Rm.2810, 
Wing  On  House,  71  Des  Voeux  Road,  Central,  Hong  Kong.   Telex:   77429  HSMCK  HX 
Phone:   5-254563.   (WK  24/TOFAS  0065) 

PALM  TREE  SEEDS  < SPAIN).   QUANTITY:   STARTING  WITH  3,000  UNITS.   QUALITY: 
CYCA  REV0LUTA,  H0WEIA  PORSTERIANA  (KENTIA) ,  EUTERPE  EDULIS,  SEAPORTIA  ELEGANS . 
PACKAGING:   FIRST  SHIPMENTS  IN  SMALL  PACKAGES.   DELIVERY:   UNDETERMINED 
QUOTE:   FOB  AND  CIF.   BANK  REF:   BARCLAYS  BANK  S.A.E.,  AVDA.  ALFONSO  ELSABIO 
43,  ALICANTE.   CONTACT:   MR.  VICENTE  CONEJERO-MARTINEZ ,  VICENTE  C0NEJER0 
MARTINEZ,  CALLE  PORTUGAL,  24  -•  SEPTIMO  IZQDA. ,  03003  ALICANTE   SPAIN   PHONE- 
65/225  368.  (WK  24/TOFAS  0122)  ' 

PECANS  (SINGAPORE).   Local  trading  company  seeks  reliable  U.S.  suppliers  of 
Pecans.   Quantity,  Quality  not  specified.   Packaging:   in  retail  consumer  packs 
and/or  bulk  packs.   Quote:   FOB  &  C&F.   Bank  ref:   United  Overseas  Bank,  UOB 
Building,  1  Bonham  Street,  Singapore.  CONTACT:  Yeo  Ek  Sheng,  Cold  Storage 
Trading,  2  Enterprise  Road,  Singapore  2262.  Telex:  RS15060  COLD.  Phone: 
2618411.   (WK  24/TOFAS  0077) 

POLISHED/PROCESSED  RICE  (BRAZIL).   Quantity:   20,000  MT.   Quality:   long 
grain  -  10X  max  broken.   Packaging:   polypropylene  60  kg  sacks.   Delivery: 
immediate.   Quote:   C&F.   Bank  ref  Banco  Economico  S/A  -  Rua  do  Carmo,  71,  4 
andar  -  Rio  de  Janeiro,  RJ.   CONTACT:  Sergio  Safe  or  Eduardo  de  Castro  Neiva, 
ECONTRADING  S/A  Comercio  Exterior,  Rua  do  Ouvidor,  63,  4  andar,  Rio  de  Janeiro, 
RJ  -  Brazil.  Telex:   (21)36299.   Phone:   (021)  252-5707  or  (021)  252-5488. 
(WK  24/TOFAS  0010) 

POTATOES  (BRAZIL).   Quantity:   60  MT.   Quality:   Bintje  (Russets). 
Packaging:   50  kg  -  new  jute  bags.  Delivery:   soonest.  Quote:  CIF.  Bank 
ref:  Banco  Brasileiro  De  Descontos  S.A.  -  Bradesco.  CONTACT:  Joao  Rondon 
Caporo88i,  Asteplan  Ltda.,  Av.  Churchill,  94  -  Grupo  210,  Rio  De  Janeiro  RJ, 
Brazil.  Telex:  21018.  Phone:   (021)  220-2663.   (WK  24/TOFAS  0001) 

POWDER  MILK  -  SSMP  (BRAZIL).   QUANTITY:   25,000  MT.   PACKAGING:   50  KILO 
BAGS.   DELIVERY:   JULY /AUGUST.   QUOTE:   C&F.   BANK  REF:   BANCO  REAL  -  AGENCIA 
PRESIDENTE  VARGAS.   CONTACT:  SERGIO  BIANCHINI,  SIMAB  TRADING  S.A.  COMERCIAL 
EXPORTADORA,  AV.  PRESIDENTE  VARGAS,  309  -  19  ANDAR,  -  CEP  20040,  RIO  DE 
JANEIRO,  RJ  -  BRAZIL.   PHONE:   (021)  203-2414.   TELEX:   22955  OR  23471  OR 
23504.   (WK  24/TOFAS  0079) 

PULSES  (LENTILS,  BEANS,  PEAS  AND  CHICKPEAS)  (SPAIN).   QUANTITY:  100  MT  EACH. 
QUALITY:   FOR  BEANS:   PINTO  AND  WHITE.   PACKAGING:   60-KILO  SACKS.   DELIVERY: 
IMMEDIATELY.   OTHER  REQUIREMENTS:  AT  THE  TIME  OF  PROVIDING  QUOTATIONS,  MAXIMUM 
NUMBER  OF  VARIETIES  AVAILABLE  FOUR  ALL  FOUR  PULSES  SHOULD  BE  INDICATED. 
QUOTE:   FOB.   BANK  REF:   BANCO  DE  BILBAO  (AVDA.  CONSTITUCION,  42,  18012 
GRANADA).   CONTACT:  MR.  ANTONIO  PEREZ. PELUFFO,  LSR,  S.  A.,  FRAY  LEOPOLDO,  6, 
18014  GRANADA,  SPAIN.   TELEX:   78493  LOSR  E.   PHONE:   (58)  202  282.  (WK 
24/TOFAS  0119) 


QUAILS  AND  EGGS  (COLOMBIA).   INTERESTED  IN  IMPORTING  QUAILS  AND  FERTILE  EGGS 
FOR  EGG  AND  MEAT  PRODUCTION.   QUANTITY:   10,000  TO  20,000  OF  EACH,  PREFERABLY 
FROM  THE  STATE  OF  FLORIDA.  HE  WANTS  TO  RECEIVE  QUOTATIONS,  AND  INFORMATION  ON 
BREEDS,  IF  POSSIBLE  IN  SPANISH.  ANIMALS  ARE  TO  BE  AIRSHIPPED  TO  BUCARAMANGA 
INTERNATIONAL  AIRPORT.   USDA  HEALTH  CERTIFICATES  MUST  BE  OBTAINED  BY  THE 
EXPORTER.   BANK  REF:   BANCO  COLOMBIA  BRANCH  OFFICE  IN  BUCARAMANGA.   CONTACT: 
MR.  CARLOS  REYNALDO  FIGUEROA,  GERENTE,  GANADERIA  SAN  CARLOS  LTDA. ,  APDO.  1268, 
BUCARAMANGA,  COLOMBIA.   PHONE:  334-615.   (WK  24/TOFAS  0141) 

RICE  (BRAZIL).   WANTS  WHITE  LONG  GRAIN  15  PERCENT  MAX.   QUANTITY:   100,000 
MT.   PACKAGING:   50  KILO  BAGS.   DELIVERY:   JULY/AUGUST.   QUOTE:   C&F.  BANK 
REF:   BANCO  REAL  -  AGENCIA  PRESIDENTE  VARGAS.   CONTACT:  SERGIO  BIANCHINI,  SIMAB 
TRADING  S.A.  COMERCIAL  EXPORTADORA,  AV.  PRESIDENTE  VARGAS,  309  -  19  ANDAR,  - 
CEP  20040,  RIO  DE  JANEIRO,  RJ  -  BRAZIL.  PHONE:   (021)  203-2414.  TELEX:  22955 
OR  23471  OR  23504.   (WK  24/TOFAS  0078) 

ROYAL  PALMS  (BELGIUM)  Wants  Royal  palms,  clear  stem,  1.50  m  high. 
Quantity:   (1)  100  pieces  ASAP  and  (2)  600  to  700  pieces  three  months  later. 
Quote:  FOB  and  CIF/Antwerp.  Bank  ref :  Kredietbank.  CONTACT:  Ms.  Van  Daele, 
N.V.  LINTEL,  Dekenkamerlynck  laan  25,  B-8500  Kortrijk,  Belgium.  Phone: 
56/21.99.00.  Telex:  85165  ADMI  B.   (WK  24/TOFAS  0033) 

SEAFOOD  (JAPAN).  Wants  American  Lobster,  Ear  Shell,  Blue  Crab  and  other 
Crabs,  Prawn,  Komochiwakame  (Seaweed  attached  to  herring  roe),  Gray  Mullet  Roe, 
Top  Shell,  Adductor,  Paste  of  seasoned  sea  urchin  eggs,  and  Shellfish. 
Quality:  As  soon  as  arrangements  can  be  made.  Quantity:  Excellent. 
Delivery:  As  soon  as  arrangements  can  be  made.  Quote:  CIF  Moji  port  (port  of 
Kitakyushu  City).  Bank  ref:  Sumitomo  Bank,  Kagoshima  Branch,  4-4 
Daikoku-Cho.  CONTACT:  Mr.  Kohei  Morinaga,  Beverly  Trading,  2-3-202  Kamoike 
Shinmachi,  Kagoshima-Shi  890,  Japan.  Phone:  0992-53-4186.   (WK  24/STATE  3269) 

SHEEP,  GOAT  (PORTUGAL).  Quantity:  about  500  females  and  50  males. 
Quality:  breeding  stock  Karakulo  sheep  and  Angora  goat.  Other  req: 
Registered  in  Herd  Book;  certificate  of  health  also  to  be  included;  importer 
also  interested  in  mohair  wool  processing  technology.  Quote:  FOB  and/or  CIF. 
Bank  ref:  Banco  Espirito  Santo  e  Comercial  de  Lisboa.   CONTACT:  Miguel  D'Orey 
J.  Rolo,  Soc.  Com.  Orey  Antunes,  R.  Remolares,  12,  5,  1200  Lisbon,  Portugal. 
Telex:   12181  OREY  P.  Phone:  373261.   (WK  24/TOFAS  0014) 

SHELLED  HAZELNUTS  (NEW  ZEALAND).   COMPANY  IS  IMPORTER  OF  CANNED  FOODS  AND 
OTHER  FOODSTUFFS.   IN  BUSINESS  FOR  52  YEARS.   TURNOVER  IN  EXCESS  N.Z.S5 
MILLION.   QUANTITY:   IN  FULL  CONTAINER  LOADS.   QUALITY:   STANDARD  USDA  EXPORT 
REQUIREMENT.   PACKAGING:   CARTONS.  DELIVERY:  AUG/SEPT.   QUOTE:   C&F.   BANK 
REF:  WESTPAC  BANKING  CORPORATION,  MANNERS  STREET,  WELLINGTON.   CONTACT:  MR  PAT 
AITKEN,  WILLIAM  AITKEN  &  CO  LTD,  P.O.  BOX  8,  WELLINGTON,  NEW  ZEALAND.   TELEX: 
30609  WILAIT.  PHONE:   (04)  859-748.   (WK  24/TOFAS  0070) 

SLIPPERY  ELM  FOOD  (SLIPPERY  ELM  BARK  POWDER)  ULMUS  FTJLVA  (SOUTH  AFRICA) . 
QUANTITY:  100  KG.   QUALITY:   FOR  HUMAN  CONSUMPTION.   PACKAGING:  BULK. 
DELIVERY:   SOONEST.  QUOTE:   FOB  U.S.  PORT.  BANK  REF:   BARCLAYS,  KLOOF, 
NATAL.   CONTACT:  MR.  GORDON  WILSON,  HOUSE  OF  VITALITY,  P.O.  BOX  2444,  DURBAN 
4000,  NATAL,  SOUTH  AFRICA.   PHONE:   DURBAN  (031)  37-4326.  (WK  24/TOFAS  0087) 


SOFT  RED  WINTER  WHEAT  (WEST  GERMANY) .   Quantity:   15,700  MT.   Quality:   Nr.  2 
wheat  for  human  consumption,  healthy,  ripe,  free  from  insects  and  artificial 
materials,  moisture  max  13X,  hectolitre  weight  78Z,  foreign  material  max  3Z 
min.  protein  in  dry  material  (koldaly  nx  5.7-10.5).   Packaging:   in  bulk. 
Importing/exporting  company  was  established  in  1949,  deals  primarily  with 
Yugoslavia.   This  order  destined  for  Yugoslavia.   Payment  by  irrevocable, 
transferable,  confirmed  Letter  of  Credit,  payable  60  days  from  arrival  in 
Yugoslav  port  of  60  days  from  loading.   Delivery:   second  half  June  1986,  but 
at  the  latest  on  July  5,  1986.   Quote:   C&F  Yugoslavian  port  or  POB  U.S. 'port. 
Bank  ref:   LHB-Bank,  6000  Frankfurt.   CONTACT:  Mr.  Takac ,  Jugo  Trade 
Import/Export  GmbH,  Frankfurter  Strasse  103,  D-6078  Neu-Isenburg,  West 
Germany.   Telex:   416548  JUGO  D.   Phone:   (06102)  2835/39.   (WK  24/T0FAS  0057) 

TABLE  GRAPES  (HONG  KONG).   Quantity:  min.  4  containers  per  month.   Quality: 
top  grade.   Packaging:   In  cartons.   Delivery:  weekly  shipment.   Quote:   C&F 
Hong  Kong.   Bank  ref:  United  Overseas  Bank  Ltd.,  54-58,  Des  Voeux  Road]  C, 
Hong  Kong.   CONTACT:  Mr.  Chang  Kong/Michael  Yik,  Winston  Merchants  Limited,' 
Rm.2810,  Wing  on  House,  71  Des  Voeux  Road,  Central,  Hong  Kong.   Telex:   77429 
HSMCK  HX.   Phone:   5-254563.   (WK  24/T0FAS  065B) 

WALNUTS  (SINGAPORE).   Local  trading  company  seeks  reliable  U.S.  suppliers  of 
walnuts.   Quantity,  quality  not  specified.   Packaging:   in  retail  consumer 
packs  and/or  bulk  packs.   Quote:   FOB  &  C&F.   Bank  ref:  United  Overseas  Bank, 
UOB  Building,  1  Bonham  Street,  Singapore.   CONTACT:  Yeo  Ek  Sheng,  Cold  Storage 
Trading,  2  Enterprise  Road,  Singapore  2262.   Telex:  RS15060  COLD.   Phone: 
2618411.   (WK  24/TOFAS  0076) 

WHEAT  (VENEZUELA).   QUANTITY:   OVER  20,000  TONS  PER  MONTH.   QUALITY:  A) 
NORTHERN  SPRING;   B)   HARD  WINTER;   C)  RED  WINTER;   AND  D)  14  TO  14.5  PERCENT 
PROTEIN.   PACKAGING:   BULK.   OTHER  REQ:  IN  SPANISH.   QUOTE:   FOB  AND  CIF  LA 
GUAIRA  OR  PUERTO  CABELLO.   BANK  REF:   BANCO  MERCANTIL,  BANCO  UNION,  BANCO 
CONSOLIDADO.   CONTACT:  MR.  HUGO  MENDEZ,  COMEXPORT,  AV.  ABRAHAM  LINCOLN  CRUCE 
CON  3RA.  AV.  LAS   DELI CIAS  DE  SABANA  GRANDE,  EDIF.  SABANA  GRANDE,  PLANTA  BAJA, 
OFIC.  4-A.,  CARACAS  1050-A,  VENEZUELA.   PHONE:   72-8237  OR  71-4720.   (WK 
24/TOFAS  0051) 

WHEAT  FLOUR,  CORN,  OATS,  BARLEY,  MILLED  RICE  (SEMI-MILLED),  AND  PULSES 
(CHICKPEAS)  (PORTUGAL).   Quantity:   full  containers  up  to  a  ship  load. 
Quality:  wheat:   flour  durum;  yellow  corn  No.  1  and  No.  2;  rice:  long,  medium 
and  short  grain;  pulses:  chickpeas,  top.   Packaging:   bulk.   Delivery: 
immediately  after  contracting.   Quote:   FOB  (quotations  to  include  a  commission 
fee  between  5  and  10X).   Bank  ref:   Credito  Predial  Portugues,  Rua  Augusta, 
1100  Lisbon.   CONTACT:  Pao  Shu  Chang,  Yu  &  Lui,  Lda.,  R.  da  Alegria,  48,  2, 
1200  Lisboa,  Portugal.   Phone:   362916.   (WK  24/TOFAS  0015) 

WORMS  FOR  SPORT  FISHING,  MAGGOTS,  ETC.  (SWEDEN).   QUANTITY:   TO  BE  DECIDED. 
OTHER  REQUIREMENTS:   COMPANY  IS  ONE  OF  THE  MAIN  SUPPLIERS  IN  NORTHERN  SWEDEN  OF 
SPORT  FISHING  AND  OTHER  RECREATIONAL  EQUIPMENT.  ESTABLISHED  IN  1972.  TURNOVER 
IN  1985  SEK  3.5  MILLION  (US$450,000).   QUOTE:   FOB.   BANK  REF:   SVENSKA 
HANDELSBANKEN.   CONTACT:  MR.  TORSTEN  NILSSON,  OVERKALIX  MASKODLING  AB,  P.O.  BOX 
50,  S-950  61  SVARTBYN,  SWEDEN.   PHONE:   0926/40  015.  (WK  24/TOFAS  0118) 


Marketing  Announcement 

Ban  on  imported  vines  to  Colombia.   There  is  currently  a  ban  on  the  importation 
of  all  categories  of  bottled  vine  except  non-sparkling  table  vines  from  Aladi 
countries  (group  of  Latin  American  countries  which  have  trade  agreements 
betveen  each  other  vhich  alloys  certain  preferential  trade  privileges  between 
the  countries.   Chile  and  Argentina  are  the  principal  exporters  of  vine  to 
Colombia).  There  is  speculation  that  the  ban  may  be  lifted,  but  no  move  in 
that  direction  is  expected  before  early  1987. 

Contaminated  Italian  Wines.   To  date  the  Italian  Government  has  issued  a  list 
of  32  lares  :i  :le-i;rs  £.-:  ::orlers  linked  vith  findings  of  methyl  alcohol 
(methanol)  in  Italian  vines.   Interested  companies  vishing  to  receive  a  copy  of 
this  list  should  contact  the  U.S.  Department  of  Agriculture,  Export  Programs 
Division,  Label  Clearance  Program,  Room  4944-South  Building,  Washington,  D.C. 
20250.   It  must  be  stressed  that  this  is  a  list  of  blenders  and  bottlers,  not 
of  individual  vines.   In  sone  cases,  there  rav  be  a  nunber  of  different  vines 
produced  by  the  same  company  with  the  exception  of  Antonio  Fusco  of  Manduria  in 
S.E.  Italy,  so  far  all  the  companies  are  from  the  North  of  Italy,  but  absolute 
assurance  cannot  be  given  that  vines  from  other  parts  of  Italy  are  unaffected. 

Import  duty  reductions  in  Peru.   The  Government  of  Peru  has  issued  the 
folloving  import  duty  reduction  dovn  to  one  percent  ad-valorem  C1F  and  a 
suspension  of  the  17  percent  surcharge  for  the  folloving  products  and  the  date 
each  will  cone  into  effect: 

Bovine,  hides  and  Skins  April  30,  1986 

fertilizers,  pesticides  December  31,  1986 

Poultry  meat  April  30,  1986 

Potatoes  April  30,  1986 

Baby  Chicks  August  6,  1986 

Natching  eggs  August  6,  1986 

The  import  surcharge  for  potato  starch  and  tallow  was  reduced  to  12 

percent  down  from  17  percent. 
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Marketing  Announcements 

Marketing  briefs  are  periodically  prepared  by  the  Agricultural  Trade  Offices. 
They  serve  as  short  overviews  of  individual  commodity  markets.   The  guides  are 
designed  for  trade  visitors.   The  most  recent  marketing  briefs  available  are 
as  follows: 


Country 

Market  Briefs  by  Sublect 

22. 

United  Kingdom 

1. 

Peanuts 

Beer 

2. 

Kiwifruit 

23. 

Sweet  Peppers 

3. 

Petfood 

24. 

Chili  Peppers 

4. 

Meats 

25. 

Mangoes 

5. 

Raspberries 

26. 

Grocery  Retailing 

•• 

6. 

Sunflower  Seeds 

27. 

Apples 

*• 

7. 

Garlic 

28. 

Grapes 

■ 

8. 

Wine 

29. 

Pears 

•• 

9. 

Pulses 

30. 

Food  Processing 

■ 

10. 

Consumer  Cooking  Oils 

and  Food 

M 

11. 

Pineapple  Juice 

Servicing  Market 

M 

12. 

Cigars 

31. 

Peaches 

13. 

Honey,  Beeswax,  and 

32. 

Almond 8 

Royal  Jelly 

33. 

Walnuts 

m 

14. 

Pistachios 

34. 

Rice 

n 

15. 

Fresh  Water  Fish 

35. 

Onions 

16. 

Asparagus 

36. 

Carrots /Turnips 

■ 

17. 

Cherries 

37. 

Raisins 

M 

18. 

Avocados 

38. 

Health  Food  Market 

■ 

19. 

Plums 

39. 

Melons 

M 

20. 

Furskins 

40. 

Dried  Beans 

■ 

21. 

Strawberries 

41. 

Potted  Plants 

West  Germany 

1. 

Frozen  Foods 

« 

2. 

Pistachios 

■ 

3. 

AQUACULTURE  -  Potential 

Market 

w 

4. 

Frozen  Blueberries 

■ 

5. 

Chanterelle  Mushrooms 

Singapore 

1. 

Fresh  Fruits 

a 

2. 

Fresh  vegetables 

m 

3. 

Poultry,  Meat  and  Fish 

■ 

4. 

Changing  Food  Shopping 

Habits 

■ 

5. 

Agricultural  Air  Cargo 

Japan 

1. 
2. 

Popcorn 
Maple  Syrup 

Thailand 

1. 

Apples 

2. 

Cherries 

3. 

Raisins 

3. 

Pears 

5. 

Nuts 

Canada 


Structural  Changes  in  Retail  Grocery  Product  Marketing 


If  you  vlah  to  order  specific  guides,  please  write  or  phone  the  following 

Division I   USD*7 Export  Programs  Division 
IM.  4944-S  Bldg. 
14th  4  Independence  Ave.,  S.V. 
Waehlngton,  D.C.   20250 
(202)  3*2-9509  or  447-3031 
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EXPORT  OPPORTUNITIES  FOR  FOOD  PRODUCTS 

With  the  recent  decline  in  the  value  of  the  dollar  on  international  markets, 
now  may  be  the  time  to  consider  introducing  your  firm's  food  products  overseas 

The  Foreign  Agricultural  Service  (FAS)  offers  a  cost-effective  service  for 
U.S.  firms  to  explore  foreign  markets.  The  FAS  organizes  U.S.  National 
Pavilions  in  major  International  Trade  Shows  throughout  the  world.  A  typical 
U.S.  Pavilion  includes  amenities  such  as  individual  booths,  a  trade  lounge, 
advance  public  relations,  product  shipment  and  customs  clearance  for  the 
show.   The  trade  leads  and  sales  are  up  to  you! 

Following  Is  a  list  of  international  shows  through  1988  of  interest  to 
exporters.  For  more  information,  contact:  Export  Programs  Division,  Room 
4944-S,  Washington,  DC  20250,  (202)  447-3031. 

INTERNATIONAL  FOOD  SHOW  Ott—Jl 
1986-88 


SHOW 

FOOD  PACIFIC,  Vancouver 
USIFS,  San  Francisco 
LKOFA,  Munich 
*SIAL,  France 
AGCHINA,  Guangzhou 
*HORECAVA  -  Netherlands 
(Dutch  Agents  Only) 
*IFE,  U.K. 
*SADDIF0OD  '87 

*FOODEX,  Tokyo 
NASD A,  Seattle 
*H0FEX,  Hong  Kong 
USIFS,  San  Francisco 
ROKA,  Utrecht 
*ANUGA,  Cologne 
AGCHINA,  Beijing 
*H0RECAVA,  Netherlands 
(Dutch  Agents  Only) 
*MEFEX,  Bahrain 
ROKA,  Utrecht 
ALIMENT ARIA,  Barcelona 
*FOODEX,  Tokyo 
*HELFEX,  UK 


PRODUCTS 

Food/Beverage 

Food/Beverage 

Food/Beverage 

Food/Beverage 

Agricultural 

Food/Beverage 

Food/Beverage 
Food/non-alcholic 

Food/Beverage 
Food/Beverage 
Hotel/ Catering 
Food/Beverage 
Wine /Deli 
Food/Beverage 
Agricultural 
Food/Beverage 

Food/Equipment 
Food/Beverage 
Food/Beverage 
Food/Beverage 
Health  Food 


DATES 

Aug.  29-Sept.  2,  1986 
September  5-7,  1986 
September  19-24,  1986 
Oct.  20-24,  1986 
Nov.  27-Dec.  2,  1986 
Jan.  5-8,  1987 

February  1-5,  1987 
February  14-18,  1987 
Beverage 

March  10-14,  1987 
April  29-May  1,  1987 
May  26-29,  1987 
June  9-11,  1987 
September  14-16,  1987 
October  10-15,  1987 
November  5-11,  1987 
January  1988 


Feb.  27-Mar.  2, 
February  1988 
March  1988 
March  1988 
April  1988 


1988 


*  FAS  participation  anticipated. 
May  1986 


UNITED  STATES  DEPARTMENT  OF  AGRICULTURE 
WASHINGTON,  D.C.  20250 


OFFICIAL  BUSINESS 
PENALTY  FOR  PRIVATE  USE,  $300 


UNIVERSITY  OF  FLORID* 

3  1262  08536  9063 


FIRST-CLASS  MAIL 

POSTAGE  &  FEES  PAID 

USDA-FAS 

WASHINGTON,  D.C. 

PERMIT  Mr,  Q-262 


If  your  address  should  be  changed 


PRINT 


OR    TYPE    the  new  address,  including  ZIP  CODE  and 
return  the  whole  sheet  and/or  envelope  to: 

FOREIGN  AGRICULTURAL  SERVICE,  Room  4645-S. 
U.S.  Department  of  Agriculture 
Washington,  D.C.    20250 


